102    DOCKETED ITEMS

9107180055 LER 91-014-00:on 91061Q.HPCI inboard steam supply isolation valve
closed when electrical continuity to steam leak detection module interrupted.Caused
by personnel error. Technician counseled & training provtded.W/undated Itr.
JONES.T.M., SPENCER.J.W. Carolina Power & Light Co. 91/07/10. 6pp. 58464:219-
58464:224.

9107170206    LER    91-015-00:on    91Q612.CRD    hydraulic    control    unit    declared
inoperable.Caused  by simultaneous  inoperability  of two  CRD  hydraulic  control
units.Unit accumulator recharged w/ nitrogen & repaired.W/910712 Itr.
KNIGHT.R.S., SPENCER.J.W. Carolina Power & Light Co. 91/07/12. 4pp. 58500:146-
58500:149.

9107230393  LER  91-016-00:on  910619,failure  of  both  RCIC  steam  line isolation
occurred.Caused by foreign matl in valve seats. Action item assigned to technical sup-
port to further investigate cause of valve leakage.W/910719 Itr.
THEARUNG.G.M.,  SPENCER.J.W.  Carolina  Power  &  Light  Co.  91/07/19.  4pp.
58628:029-58628:032.

9107310047 PNO-ll-91-047:on 910718,unit one experienced reactor trip due to MSIV
closure.Unit presently in cold shutdown.Resident inspectors continue followup.
CHRISTENSEN.H. Region 2 (Post 820201), 91/07/22, 2pp. 58587:331-58587:332.

V. Operator Examinations

9107020473 Forwards corrected pages to amends 153 & 183 to licenses DPR-71 &
DPR-62,respectiveJy.

LE.N.B. Project Directorate 11-1. 91/06/27. EURY.L Carolina Power & Light Co. 2pp.
58278:292-58278:298.

-9107030340 Corrected Tech Spec pages to amends 153 & 183 to licenses DPR-71 &
DPR-62 respectively.adding specific dates which were inadvertently omitted from origi-
nal submittal.
LE.N.B. Project Directorate 11-1. 91/06/27. 5pp. 58278:294-58278:298.

9107310169 Forwards requalification exam rept 50-325/91-300 administered during wks
of 910610-14 & 0624-27. Licensee requalification program determined to be satisfac-
tory.

PEEBLES.T.A. Region 2 (Post 820201). 91/07/12. EURY.LW. Carolina Power & Light
Co. 2pp. 58589:149-58589:359.

-9107310200 Exam rept 50-325/91-300 administered during wks of 910610 & 24.AII re-
actor operators passed exam & 12 of 13 senior reactor operators passed exam.
HOLBROOK.B.L, CASTO.C.A. Region 2 (Post 820201). 91/07/12. 210pp. 58589:151-
58589:359.

9107310039 Forwards exam rept 50-325/91-301 administered during wk of 910603.NRC
concerned that JPM rev & validation program not detecting & correcting errors noted
in paragraph 4 of exam rept

PEEBLES.T.A. Region 2 (Post 820201). 91/07/15. EURY.LW. Carolina Power & Light
Co. 2pp. 58587:110-58587:312.

-9107310060 Exam rept 50-325/91-301 on 910603.Exarn results:five senior reactor op-
erators & four reactor operators passed both written & operating exams.
PAYNE.D.C., CASTO.CA Region 2 (Post 820201). 91/07/12. 150pp. 58587:112-
58587:312.

Y. Dry Cask Independent Spent Fuel Storage Installations

9107120214 Forwards supplemental info to 890427 application in support of OL to con-
struct & operate ISFSI at facilities.consisting of financial plan for
decommissioning.Ultimate cash expenditures & total capacity recovery listed on encl.
EURY.LW. Carolina Power & Light Co. 91/07/02. Division of Industrial & Medical Nu-
clear Safety (Post 870729). 6pp. 58423:054-58423:059.

DOCKET 50-326 UNIV. OF CALIFORNIA AT IRVINE RESEARCH REACTOR

S. Reportabie occurrences, LERs & related correspondence

9107030202  PNO-V-91-013:on  910628,earthquake  measuring  6.0  on  richter scale
occurred.Walkdown of facility disclosed no damage. Quake did trigger seismic scram
circuitry for reactor. Appropriate authorities notified.
QUALLS.P. Region 5 (Post 820201). 91/06/28. 2pp. 58266:273-58266:274.

9107180171 RO:on 910703.SRO noticed uncontrolled or unanticipated change in reac-
tivity during operation to calibr SHIM control rod on reactor.Caused by overheating of
aged resistor.On 910708,resistor was replaced.

MILLER.G.E. California, Univ. of, Irvine, CA. 91/07/09. KIRSCH.D.F. Region 5 (Post
820201). 2pp. 58511:326-58511:327.

DOCKET 50-327 SEQUOYAH NUCLEAR PLANT, UNIT 1

F. Security, medical, emergency & fire protection plans

9107030298 EPIPs including.Rev 4 to EPIP-06,Rev 3 to EPfP-07,Rev 1 to EPIP-08,Rev
2 to EPIP-10,Rev 1 to EPIP-14,Rev 0 to EPIP-15, Rev 4 to EPIP-07,Rev 2 to EPIP-
08,Rev 3 to EPIP-10 & Rev 2 to EPIP-14.W/910626 Itr.
WALLACE.E.G. Tennessee Valley Authority. 91/06/26. 215pp. 58317:001-58317:170.

9107030331 Discusses evaluation of submitted info re security personnel training &
qualification pi an. Based on info submitted NRC cannot make determination that plan
should be withheld from public disclosure.

LABARGE.D.E. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603). 91/06/28. NAUMAN.D.A. Tennessee Valley Authority. 4pp. 58288:204-
58288:207.

9107160252 Forwards insp repts 50-327/91-08 & 50-328/91-08 on 910503-0601 &
notice of violation.

WILSON.BA Region 2 (Post 820201). 91/07/01. NAUMAN.DA Tennessee Valley
Authority. 4pp. 58420:004-58420:009.

-9107160259 Notice of violation from insp on 910503-0601.Violation noted:re'sponsible
supervisors did not assure that two fire protection unit personnel assigned as test di-
rectors for instruction O-SI-SFT-026-002.0 were properly qualified.
WILSON.B.A. Region 2 (Post 820201). 91/07/01. 2pp. 58420:008-58420:009.

9107180031 Revised EPIP covers sheets.reflecting corrected rev dates to replace cover
sheets transmitted via 910613 Itr.W/910708 Itr.
WALLACE.E.G. Tennessee Valley Authority. 91/07/08. 21pp. 58484:209-58484:229.

9107170085 Forwards insp repts 50-327/91-13 & 50-328/91-13 on 910603-04.No viola-
tions or deviations noted.

WILSON.B.A. Region 2 (Post 820201). 91/07/10. NAUMAN.DA Tennessee Valley
Authority. 4pp. 58427:306-58427:310.

-9107170089 Partially withheld insp repts 50-327/91-13 & 50-328/91-13 on 910603-04
(ref 10CFR73.21).No violations or deviations noted.Major areas inspected:security re-
sponse capability to validate effectiveness of security response.
TILLMANA,  MCGUIRE.D.R.  Region  2  (Post 820201).  91/07/09.  1p. 58427:310-
58427:310.

9107310055 Forwards insp repts 50-327/91-14 & 50-328/91-14 on 910602-0703.Appar-
ent violation being considered for escalated enforcement action.
WILSON.B.A. Region 2 (Post 820201). 91/07/17. NAUMAN.D.A. Tennessee Valley
Authority. 4pp. 58588:002-58588:020.

-9107310058 Insp repts 50-327/91-14 & 50-328/91-14 on 910602-0703.No violations
noted.Major areas inspected:control room, operations performance.sys
lineups,radiation protection & safeguards.

HARMON.P., LITTLE.W.S. Region 2 (Post 820201). 91/07/17. 15pp. 58588:006-
58588:020.

9107310275 Forwards special rept 91-11 which provides details re operation w/unquali-
fied penetration seals resulting from inadequate consideration of thermal pipe
movements.Fire watches established.

WALLACE.E.G Tennessee Valley Authority. 91/07/25. Document Control Branch
(Document Control Desk). 4pp. 58622:350-58622:353.

P. Operating license stage documents & correspondence

9107050181 Forwards safety evaluation of Topical Rept TVA-NPOD89, "Nuclear Power
Organization Description."

HEBDON.F.J. Project Directorate 11-4 (formerly TVA Project Directorate) (Post
900603). 91/06/26. NAUMAN.D.A. Tennessee Valley Authority. 5pp. 58298:054-
58298:079.

-9107050186 Safety evaluation accepting Topical Rept TVA-NPOD89-A,Rev 2 & inte-
gration of engineering assurance into nuclear QA & nuclear engineering.
* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/26. 21pp.
58298:059-58298:079.

9106260172 Generic Ltr 91-09 to all holders of OLs for BWRs re mod of surveillance
interval for electrical protective assemblies in power supplies for reactor protection
sys.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/27. Consolidat-
ed Edison Co. of New York, Inc. 50pp. 58436:001-58436:051.

9107150001 Forwards Eagle 21 6-month rept describing design hardware, design soft-
ware & maint problems encountered w/Eagle 21 reactor protection sys during Unit

1 .Cycle 5 operation.
WALLAC

LLACE.E.G. Tennessee Valley Authority. 91/07/10. Document Control Branch
(Document Control Desk). 10pp. 58447:001-58447:010.

9107310205 Forwards amend 151 to license DPR-77 & safety evaluation. Amend
changes steam generator water level low-low setpoints for reactor trip sys & ESF ac-
tuation sys.

LABARGE.D.E. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603). 91/07/24. NAUMAN.DA Tennessee Valley Authority. 2pp. 58613:031-
58613:040.

-9107310208 Amend 151 to license DPR-77,changing steam generator water level low-
low setpoints for reactor trip sys & ESF actuation sys.

HEBDON.FJ. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603). 91/07/24. 3pp. 58613:033-58613:035.

-9107310211 Safety evaluation supporting amend 151 to license DPR-77.
* Office of Nuclear Reactor Regulation, Director (Post 870411). 91/07/24. 5pp.
58613:036-58613:040.

9107300206 Submits status rept on 10CFR50.46 peak clad temp changes. Peak clad
temp issues summary consisting of fuel rod model revs & NOTRUMP Code solution
convergence encl.

WALLACE.E.G. Tennessee Valley Authority. 91/07/29. Document Control Branch
(Document Control Desk). 5pp. 58610:011-58610:015.

Q. inspection reports, IE Bulletins & correspondence

9106030272 NRC Info Notice 91-035, "Labeling Requirements for Transporting Multi-
Hazard Radioactive Matls." Svc list encl.

BURNETT.R.F. Division of Safeguards & Transportation (Post 870413). 91/06/07.
Consolidated Edison Co. of New York, Inc. 83pp. 58256:118-58256:202.

9106040346 NRC Info Notice 91-037, "Compressed Gas Cylinder Missile Hazards." Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10
Consolidated Edison Co. of New York, Inc. 84pp. 58255:001-58255:085.

9106060294 NRC Info Notice 91-038, "Thermal Stratification in Feedwater Sys Piping "
Svc list encl.                                                                                                                F y<

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/13.
Consolidated Edison Co. of New York, Inc. 87pp. 58297:117-58297:204.

-
